Receiving Report 


Dart P/O: 


BatchNo: 
Date: 


Supplier: 


PackingSlip: 
Yes 
Invoice: 
Yes 
Receipt: 
Cash 
NewSupplier 
Yes 


m/et-:f?!~ 


c936}':J 


ReleaseNoteAttached: 
Yes 
I/I,No 
~N/A 
-- 
WaybillAttached: 
Yes 
No .k::-/ 
ShipmentComplete: ,1- 
Yes == No _V_NNJ/AT"'7"" 
QC18 Inspection 
N/A ~ 
, 


Work Order 
=============== 
N/A,;L 
Discre ancies 


Part Number 
Description 
Quantity 
Quantity 
Quantity 
Ordered 
Rec'd 
Short 
I 
() 
/ 
, 
1 


Initials of Receiver 
QC12 


Comment I NCR 
Number 


Production/Admin: 
Date 
Received/Costing 
Initial 


Location 
1)";-1)1/ 


S-fvA/v 


H:\FORMS\Purchasing\approved 
purch\RECREPORT 
Rev F 


~ART 
~"".OSF'ACE 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 613 632 9577 
Fax: 613 632 1053 


PURCHASE ORDER 


Purchase Order ID P023547 


Purchase Order Date 3/28/2014 
PO Print Date 3/28/2014 


Page Number 1 of 3 


Order From' : 


AVlALL 
PO BOX 842275 


DALLAS, TX 
75284-2275 
USA 


VU-AVI003 
Ship To: 
DART AEROSPACE LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact Name 
Vendor Phone 


Ship To Contact 
Ship To Phone 


Ship Via: 
Ship Acct: 


905-676-1695 


FedEx PI collect 


Buyer 
Customer POlO 
Customer Tax # 
Terms 
Currency 


FOB 


Chantal Lavoie 


10127-2607 
Net 30 
usn 


FCA - (Free Carrier) 


Line 
Nbr 
Reference 
Vendor Part Number 
Line Comments 
Delivery Comments 


Description! 
MfglO 
ReqDate/ 
CD 
Taxable 


Promise Date 


ReqQty/ 
Unit of 
Measure 


PO Unit Price 
Extended 
Price 


AN526C1032R10 


2 
71400-20 


Screw 


AS9174016 HYSOL 934 


3/31/2014 
Yes 


3/31/2014 


3/31/2014 
Yes 


3/31/2014 


200.00/ 


F=h fry} II' 


1.00 
Each 


$0.13 


Line Total: 


$135.75 


Line Total: 


$26.00 


$26.00 


$135.75 


$135.75 


Deliver To: 
LINDA 


3 
71400-11 


PO Instructions: 


Note: 


PS890B2 PRO-SEAL 
PINT SIZE 


3/28/2014 


3/31/2014 


Yes 


3/31/2014 


,,- 
':: /tr/r/L 


$73.19 
.--, 
$878.28 


'uART 
~OSPACE 


Order 
From 
: 


AVIALL 
PO BOX 842275 


DALLAS, TX 
75284-2275 
USA 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, ON K6A 1K7 
Tel: 613 632 9577 
Fax: 613 632 1053 


VU-AVI003 


PURCHASE ORDER 


Purchase Order ill P023547 


Purchase 
Order 
Date 
3/28/2014 


PO Print 
Date 
3/28/2014 


Page Number 
2 of 3 


Ship To: 
DART AEROSPACE 
LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A 1K7 
CANADA 


Contact 
Name 


Vendor 
Phone 


Ship To Contact 


Ship To Phone 


Ship Via: 


Ship Acct: 


Deliver 
To: 
ANDY 


4 
71400-10 


Deliver 
To: 
DAN.P 


5 
71401-45 


905-676-1695 


FedEx PI collect 


6398 PART NB 
MAGNOUA 
PINT SIZE 


PROCUREMENT 
QUALITY 
CLAUSES 


3/31/2014 


Yes 


3/31/2014 


3/31/2014 


Buyer 


Customer 
POlD 


Customer 
Tax # 


Terms 


Currency 


FOB 


1.00 


Each 


1.00 


Chantal 
Lavoie 


10127-2607 


Net 30 


USD 


FCA - (Free Carrier) 


Line Total: 


Line Total: 


$66.45 


$0.00 


$878.28 


566.45 


$66.45 


50.00 


Procurement 
Quality Clauses 
A005 RIGHT OF ENTRY 
A012 CHEMICAL 
AND PHYSICAL 
TEST REPORTS 
AOl3 SHELF LIFE CONTROLLED 
MATERIAL; 
80% SHELF 
LIFE REQUIRED 
AT RECEIPT 
A016 PERSONNEL 
QUALIFICATION 
A026 CERTIFICATION 
OF MATERIAL 
CONFORMANCE 
A032 PUBUC 
LAW 101-592 FASTENER 
QUALITY ACT 
A033 STATEMENT 
OF CONFORMITY 
{fEST 
RECORDS 
FOR.NAS.-AN 
and MS FASTENERS 
A040 NOTIFICATION 
O-FQUAliTY 
ESCAPE 
A041 QUALITY 
MANAGEMENT 
SYSTEM 
A042 DART NOTIFICATION 
BY SUPPUER 
A043 RETENTION 
OF QUALITY 
DOCUMENTS 


PO Instructions: 


Note: 


3/28/2014 


No 


3/31/2014 


Each 


eoil 


'DART 
~'ROSj:lACE 


Order From : 


AVIALL 
PO BOX 842275 


DALLAS, TX 75284-2275 
USA 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 613 632 9577 
Fax: 613 632 1053 


VU-AVI003 


PURCHASE ORDER 


Purchase Order ID P023547 


Purchase Order Date 3/28/2014 
PO Print Date 3/28/2014 


Page Number 3 of 3 


Ship To: 
DART AEROSPACE LTD 


1270 ABERDEEN 
HAWKESBURY, 
ON K6A1K7 
CANADA 


Contact Name 
Vendor Phone 


Ship To Contact 


Ship To Phone 


Ship Via: 
Ship Acct: 


905-676-1695 


FedEx PI collect 


Buyer 
Customer POID 
Customer Tax # 
Terms 
Currency 


FOB 


Chantal Lavoie 


10127-2607 


Net 30 
USD 


FCA - (Free Carrier) 


Line Total: 


PO Total: 


$0.00 


$1,106.48 


I 
1 


PO _ 
••• , 
t'dtt~ 


Note: Terms & Condition of Purchasing(Suppliers) 
and Procurement 
Quality Clauses are an integral part of our AS9100 
requirements. 
To learn in detail, please visit www.dartaerospace.com 
for further explaination. 


ChangeNbr: 
1 
Change Date: 
3/28/2014 


A BOEING 
COMPANY 
COMMERCIAL 
INVOICE 
NOEEI 
FTR 30.36 


AVIALL 
CENTRAL 
WAREHOUSE 


2750 REGENT 
BLVD 


DFW AIRPORT, 
75261-9048, 
USA 


CUSTOMER 
PO NO.: 
23547 


PROFORMA 
NO.: 
9300232697 


EXPORT 
DATE: 
01-Apr-2014 


BILL TO: 
10003952 


DART AEROSPACE 
LTO 


1270 ABERDEEN 
STREET 


HAWKESBURY, 
K6A 1K7, Canada 


REF. NO.: 


ORDER 
NUMBER: 


8000204137 


1000169484 


Page. 1 of 1 


INCO TERMS: 
EXW - Shipping 
Point 


CONSIGNEE: 
10003952 


DART AEROSPACE 
LTO 


1270 ABERDEEN 
STREET 


HAWKESBURY, 
K6A 1K7, Canada 


ULTIMATE 
CONSINGEE: 
10003952 


DART AEROSPACE 
LTO 


1270 ABERDEEN 
STREET 


HAWKESBURY, 
K6A 1K7, Canada 


FORWARD 
AGENT 
- FEDEX 
•• 


ITEM 


DESCRIPTION 


AN526C1032R10 


SCREW: 
PAN HD,SS 


QUANTITY 


UNIT PRICE 


200.000 


0.13 


SELLUOM 


CURRENCY 


EA 


USD 


BATCH 
NUMBER 


SERIAL 
NUMBER 


0114570863 


DISCOUNT 


0.00 


NET AMOUNT 


26.64 


Export Classification: 
EAR99 
HTS: 7318156070 
Country 
of Origin: 
US 


Export Authorization 
Number: 
NLRAT_MAR_2014 


2 
PS890B2PT 


SEALANT: 
PT KIT 


12.000 


73.19 


EA 


USD 


0114606774 
0.00 
878.22 


Export Classification: 
EAR99 
HTS: 3214100020 
Country 
of Origin: 
US 


Export Authorization 
Number: 
NLRAT_MAR_2014 


FOR CUSTOM 
PURPOSES 
ONLY 


CERTIFICATE 
OF CONFORMANCE 
It is hereby 
certified 
that Aviall 
Services, 
Inc. , is an approved 
distributor 
and meets 
all requirements 
of IS09001, 
AS91 00. AS9120 
and ACOD-56 at 2750 Regent 
Blvd. 
DFW Airport,Texas 
The products. 
articles 
or parts 
referenced 
on this document 
are 
in new or overhauled 
condition 
and were purchased 
from 
an approved 
source 
(FAA, 
EASA. 
TCCA. 
Mil Spec or Commercial). 
The original 
manufacturers 
certifications 
are maintained 
on file at our centrai 
office 
location. 
and copies 
are available 
upon 
request 
or at Aviall.com 
For overhauled 
or repaired 
products, 
articles 
or parts, the 
original 
FAA 8130-3/ 
EASA 
Form 1 (Return 
to Service) 
or yellow 
Tag. from the 
FAAIJAAIEASA 
approved 
Air Agency 
are attached 
to the component. 


Signature 
c{?~- 


GROSS 
AMOUNT 


INVOICE 
DISCOUNT 


ADD ON CHARGES 


TAX AMOUNT 


FREIGHT 
CHARGE 


NET AMOUNT 


DOWN 
PAYMENT 


904.86 


0.00 


0.00 


0.00 


0.00 


904.86 


0.00 


JR Hofmann, 
director 
Quality 
Assurance 
& Training 
NET AMOUNT 
DUE 
904.86 


These commodities, 
technology 
or software 
were exported from the United States in accordance 
with the Export Administration 
Regulations. 
Diversion 
contrary 
to US laws is prohibited 


:rHISIS-TOCERTIFY-THAT.AVIALLHASCOMELlED.wITH~THE.~ROVISIQNS.QF...JHE 
E~IR~LABOR 
STANDARDS 
A~T_()F 
1938 AS 


Date of issue 


Version 


18 March 2013 
5 


1. 
Product and company identification 


Product 
name 
Code 


Supplier 


Emergency 
telephone 
Dumber 


PS 890 B 2 Pa,rtA 


PS 890 B 2 Part A 
PPG Aerospace PRC-DeSoto 
12780 San Fernando Road 
Sylmar, CA 91342 
Phone: 
8183626711 


(412) 434-4515 (U.S.) 
(514) 645-1320 (Canada) 
01-800-00-21-400 
{Mexico) 


12. 
Hazards identification 


Emergency 
overview 
DANGER] 


OXIDIZER. 
CONTACT WITH OTHER MATERIAL 
MAY CAUSE FIRE. 
HARMFUL 
OR 
FATAL IF SWALLOWED. 
HARMFUL 
IF INHALED. 
CAUSES RESPIRATORY 
TRACT. 
EYE AND SKIN IRRITATION. 
SANDING AND GRINDING DUSTS MAYBE 
HARMFUL 
liF INHALED. 
PROLONGED 
OR REPEATED 
CONTACT MAY DRY SKIN AND CAUSE 
liRRITATION. 
CONTAINS MATERIAL THAT CAN CAUSE TARGET ORGAN DAMAOE. 
Keep away from combustible materiaL 
Do not breathe vapor or mist. Do not swallow. 
Avoid contact with eyes, skin and clothing. 
Use only with adequate ventilation. 
Keep 
container tightly closed and sealed until ready for use. Wash thoroughly after handling. 


Eyes 


Ingestion 
Skin 


potenfJal 
acute 
health effectf 


Inhalation 


Medical conditions 
aggravated 
by over- 
exposu,re 


This Material 
Safety Data Sheet has been prepared 
In accordance 
with Canada's Workplace 
Hazardous 
MatElrlal& 
Information 
System (WHMIS) and the OSHA Haz.ard CommunlcationSfa,ndard 
(29 CFR 1910.1200). 


See toxicological 
information 
(Section 
11) 


Harmful If Inhaled. 
Severely Irritating to the respiratory system. 
Can irritate eyes, nose, 
mouth and ihroat.Exposure 
to decomposition 
products may cause a health hazard. 
Serious effects may be delayed following exposure. 
Ingestion 
Harmful or fatal if swallowed. 
Skin 
I,rrit:ltingto skin. 
Eyes 
Irritatingto eyes. 


Over-exP9SU're signs/symptoms 


Inhalation 
: Adverse symptoms may Include the following: 
respiratory tract irritation 
coughing 
No specific data. 
Adverse symptoms may include the following: 
irritation 
redness 
dryness 
-craCking" 
-~--- 
- - ---- 
--- 
. 
Adverse symptoms may Include the following: 
pain or irritation 
watering 
redness 
Pre-existing disorders involving any target organs mentioned 
in this MSDS as being at 
risk may be aggravated 
by over~exposure to this product. 


United States - Canada. Mexico 
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Product code PS 890 B 2 Part A 


Product name PS 890 B 2 Part A 


Date ofis$ue 
18 March 2013 
Version 5 


3. 
Composition/information 
on ingredients 


Hi..!:w! 
CASnumber 
~ 
. ltfanganese dloxlde 
1313-13-9 
30 - 60 
Terphenyl, hydrogenated 
61788-32-7 
10 -3D 
Zeolites 
1318-02-1 
5 -10 
Polyphenyls,quater- and higher, partially hydrogenated 
68956-74-1 
3 - 7 
Talc, not containing asbestiform fibres 
14807-96-6 
1 - 5 
carbon black respirable 
1333~6.-4 
1 - 5 
magnesium carbonate 
546-93-0 
1 - 5 
terphenyl 
26140-60-3 
1 - 5 
1,3-diphenylguanidine 
102-06-7 
0.5 - 1.5 
bis{plperidlnothiocarbonyl)tetrasulphide 
120-54-7 
0.5 - 1.5 
There are no additional Ingred lent8 present which, within the current knowledge otthe supplier and In the 
concentrations 
applicable, are classified as hazardous to health or the environment and hence require reporting 
In this section. 
14. 
First aid measures 


If ingestion. irritation,anytype of overexposureor symptomsof overexposureoccur during or persists after use of this 
product, contact a POISON CONTROL CENTER, EMERGENCY ROOM OR PHYSICiAN immediately; have Material 
Safety Data Sheet information available. Never give anythingby mouth to an unconscIousor convulsingperson. 


Eye contact 
Check for and remove any contact lenses. Immediately flush eyes with running 
water for at least 15 minutes, keeping eyelids open. Seek immediate medical 
attention. 
Skin contact 
Removecontaminated clothing and shoes. Wash skin thoroughly with soa.pand 
water or use recognized skin cleanser. Do NOT use solvents or thinners. 
Inhalation 
Removeto fresh air. Keep person warm and at rest. If not breathing, if breathing is 
irregular or if respiratory arrest occurs, provide artificial respiration or oxygen by 
trained personnel. 
Ingest.lon 
If swallowed, seek medical advice Immediately and show this eontainer or label. 
Keep personwarm and at rest Do NOT induce vomiting. 
Notes to physician 
In case of inhalation of decomposition products in a fire, symptoms may be delayed. 
The exposed person may need to be kept under medical surveillance for 48 hours. 
15. 
Fire-fighting 
measures 


Flammability of the product 
Contact with combustible material may cause fire. This material increases the risk of 
fire and may aid combustion. In a fire or if heated, a pressure increase will occur and 
the container may burst 


Special protective 
equipment for fire.fighters 


Extinguishing 
media 
Suitable 
Not suitable 
Special exposure hazards 


Use an extinguiShingagent suitable for the surrounding fire, 
None known. 
Promptly isolate the scene by removing all personsfrom the vicinity of the incident if 
there is a fire. No action shall betaken involving any personal risk or without suitable 
training. Move containers from fire area if this can be done without risk. Use water 
spray to keep fire-exposedcontainers cool. 
Hazardous combustion 
-, 
-: 
1Jecompositlon"products-may'lnciude the'followingmaterials:- 
products 
carbon oxides 
nitrogen oxides 
sulfur oxides 
metal oxide/oxides 
Fire-fighters should wear appropriate p:rotectlveequipment an~ self-contained 
breathing apparatus (SCBA)witll a full face~pieceoperated in positive pressure mode. 


United States - Canada ••Mexico 
Page: 2/81 
-"'I A 
ATR1<>N 


Product code PS 890 B 2 Part A 


Product name PS 890 B 2 Part A 
16. 
Accidental release measures 


Date ofissue 
18 March 2013 
Version 5 


Small spill 


Large spill 


Personal 
precautions 


Environmental 
precautions 


No action shall be taken invoMng 
any personal risk or without 
suitable training. 
Evacuate 
surrounding areas. 
Keep unnecessary 
and unprotected 
personnel from 
entering. 
Do not touch or walk through spilled material. 
Shut off all Ignition sources. 
No flares, smoking or flames in hazard area. Avoid breathing vapor or mist. 
Provide 
adequate ventilation. 
Wear appropriate 
respirator when ventilation 
is inadequate. 
Put 
on appropriate 
personal protective equipment(see 
Section 8). 
Avoid dispersal of spilled material and runoff and contact with soil,.waterways, 
drains 
and sewers. 
Inform the relevant authorities if the product has caused environmental 
pollution (sewers, waterways, 
sailor 
air). 
Stop leak If without risk. Move containers 
from spill area. 
Approach 
release from 
upwind. 
Use spark-proof tools andexplosion-proof 
equipment 
Prevent entry into 
sewers, water courses, basements or confined areas. 
Wash spillages into en effluent 
treatment 
plant or proceed as follows. 
Contain and collect spillage with non- 
combustible, 
absorbent 
material e.g, san<:l,earth, vermiculite 
or diatomaceous 
earth 
and place in container for disposal according to local regulations 
(see Section 13). Do 
not absorb in sawdust or other combustible 
material. 
It may lead to a fire risk when it 
dries out. 
Dispose of via a licensed waste disposal contractor. 
Contaminated 
absorbent 
material may pose the same hazard as the spilled product. 
Note: see 
Section 
1 for emergency 
contact Information 
and Section 13 for waste disposal. 
Stop leak if without 
risk. Move containers 
from spill area. 
Use spark-proof 
tools and 
explosion-proof 
equ ipment. 
Dilute wi1tl water and mop up if water.soluble 
or absorb 
with an inert dry material and place in an appropriate 
waste disposal container. 
Do not 
absorb in sawdust or other combustible 
matenal. 
It may lead to a fire risk when it dries 
out. 
Dispose of via a licensed waste disposal contractor. 
17. 
Handling and storage 


Storage 


Handling 
Put on appropriate 
personal protective equipment 
(see Section 8). 
Eating, drinking 
and smoking should be prohibited In areas where this material Is handled, stored and 
processed. 
Do not breathe vapor or mist. 
Do not swallow. 
Do not get in eyes or on 
skin or olothing. 
Use only with adequate ventilation, 
Wear appropriate 
respirator when 
ventilation 
is inadequate. 
Keep In the original container 
or an approved 
altemative 
made from a compatible 
material, kept tightly closed when not in use. 
Keep away from 
combustible 
materiaL 
=mpty containers 
retain product residue and can be hazardous. 
Do not reuse container. 


Store in accordance 
with local regulations. 
Store in original container 
protected from 
direct sunlight in a dry, cool and well-Ventilated 
area, away from Incompatible 
materials 
(see Section 10) and food and drink. 
Separate from reducing agents and combustible 
materials. 
See NFPA 430, Code for the Storage of Liquid and Solid Oxidizers. 
Keep 
container tightly closed and sealed until ready for u&e. Containers 
that have been 
opened must be carefully resealed and kept upright to prevent leakage. 
Do not store 
in unlabeledcon1ainers. 
Use appropriate 
containment 
to avoid environmental 
contamination. 
18. 
Exposure controls/personal 
protection 


Name 
Result 
ACGIH 
OSHA 
Ontario 
Mexico 
IPEL 


~anganesedioxld&' 
TWA 
. O:2'mQltnS 
. Not:. 
'O,2:mg/mD 
O.2.mgim':' 
. Not. 
~~ 
(as Mn) 
established 
(as Mn) 
(as Mn) 
established 
STEL 
Not 
5 mgJm3 (as 
Not 
Not 
Not 
established 
Mn)C 
established 
established 
established 


Terphenyl, 
hydrogenated 
TWA 
.0.5 ppm 
Not 
0.5 ppm 
0.5 ppm 
Not 
established 
established 


Talc, 
not containing 
asbestiform 
TWA 
2 mglntJ R 
20 mppcfZ 
2 mg/m3 
2 mg/m3R 
Not 
fibres 
established 


carbon black respirable 
TWA 
3mglntJ 
3.5 mgtnT' 
3,5 mg/m:J 
3.5 mg/m:J 
Not 
established 


United States • Canada. Mexico 
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Product 
code 
PS 890 B 2 Part A 
Date of issue 
18 March 2013 
Version 
5 


Product 
name PS 890 B 2 Part A 


8 . 
Exposure controls/personal 
protection 


STEL 
Not 
Not 
Not 
7 mg/m' 
Not 
established 
established 
established 
established 


magnesium 
carbonate 
TWA 
Not 
5 mg/m3 R 
10 mg/m' 
10 mgJm' 
Not 
establlished 
15mgf~TD 
established 
STEL 
Not 
Not 
Not 
20 mg/m3 
Not 
established 
established 
established 
established 


terphenyl 
STEL 
0.53 ppm C 
1 ppmC 
0,531ppm C 
0.5 ppmC 
Not 
establtshed 


A 
ACG1H 
C 
F 
IPEL 
OSHA 
R 
Z 


Key to abbreviations 
-Acceptable 
MlIXlmum Pellll 
= .Amertcan Conference 
of Govammentallndustrlal 
Hygienists, 
- 
CflillngUmU 
= Fume 
" Intemal Permtssibfe Exposure 
Limit 
" 
OccupB!lon81 Safety an cl H881111 Administration, 
" 
Re$plrable 
= OSHA 29CFR 
1910.1200 
Subpart Z. 
Toxic and Hazardwt 
Sub$tanoe~ 


S 
SR 
SS 
STEL 
TO 
TLV 
TWA 


- 
Potential 
skin absorption 
= RespiratO!}' 
sensitization 
- 
Sldn sensitization 
= 
Sharf tlll'm Exposure 
limit values 
- 
Total dust 
= ThreshOld limit ValU8 
•• Time Weighted 
Averl1lJe 


Consult 
local authorities 
for acceptable 
exposure 
limits. 


Recommended 
monitoring 
If this product contains ingredients with exposure limits, personal, workpla.ce 
procedl.nes 
atmosphere 
or biological 
monitoring 
may be required to determine 
the effectiveness 
of 
the ventilation 
or other control measures andlor the necessity to use respiratory 
protective equipment. 
Reference 
should be made to appropriate 
monitoring 
standards. 
iReference to national guidance documents 
for methods for the determination 
of 
hazardous 
substances will also be required. 


Engineering 
measures 
Use only with adequate ventilation. 
Use process enclosures, 
local exhaust ventilation 
or other engineering 
controls to keep worker exposure to airborne contaminants 
below 
any recommended 
or statutory limits. 
Hyghme 
measures 
Wash hands, forearms and face thoroughly 
after handling chemical 
products, before 
eating, smoking and using the lavatory and at the end of the working 
period. 
Appropriate 
techniques 
should be used to remove potentially 
contaminated 
clothing. 
Wash contaminated 
clothing before reusing. 
Ensure that eyewash stations and safety 
showers are close to the workstation 
location. 


Environmental exposure 
controls 


Safety glasses with side shields. 
Chemical-resistant, 
impervious gloves complying with an approved 
standard should be 
worn at all times when handling chemical products if a risk assessment 
indicates this is 
necessary. 
Considering 
the parameters 
specified by the glove manufacturer, 
check 
during use that the gloves are still retaining their protective 
properties. 
It should be 
noted that the time to breakthrough 
for any glove material may be different for different 
glove manufacturers. 
In the ease of mixtures, consisting 
of several substances, the 
protection time of the gloves cannot be accurately 
estimated. 
If workers are exposed to concentrations 
above the exposure limit, they must use 
appropriate, 
certified respirators. Use a properly fitted, air~purifying or air4&d respirator 
complying 
With an approved standard If a risk assessment 
indicates this is necessary . 
. 
. 
~Resplrator.selectionmustbebased 
on known or a.nticlpated exposureleve~, 
the 
hazards of the prodiict andthe-safe\vorking-limns-ofthe 
selected-resplrator.-~~- 
Personal protective equipment for the body should be selected 
based on the task 
being performed and the risks involved and should be approved 
by a specialist before 
handling this product 


Emissions 
from ventilation 
or work process equipment 
should be checked to ensure 
they comply with the requirements 
of envlronmental 
protection 
legislation. 
In some 
cases, fume scrubbers, filters or engineering 
modifications 
to the process equipment 
will be necessary to reduce emissions to acceptable 
levels. 


Resplrato,ry 


Skin 


~SU:loDidR[Q~QD 
Eyes 
Hands 


United States • Canada. Mexico 
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Product code PS 890 B 2 Part A 


Product 
name PS 890 B 2 Part A 


Date ofissue 
18 March 2013 
Vel'$1ion 5 


Physical and chemical properties 
19. 


Physical 
state 
Flash point 


Material 
supports 
combustion. 
Color 


Odor 


pH 


Boiling/condensation 
point 


Melting/freezing 
point 


Speoific 
gravity 
Oemlity ( lbs I gal) 
Vapot' pressure 


Vapor 
density 


Evaporation 
rate 
vac 


Partition 
ooeffioient: 
n- 
octanolJWater 
% Soliid. (wfw) 


Liquid. 
Closed cup: Not appltcable. 


Yes. 


Black. 


Not available. 


Not available. 
>37.78~C(>100.F) 


Not available. 
1.88 
15..69 
Not available. 


Not available. 


Not available. 


Not available. 


Not available. 


100 


110. Stability and reactivity 


Stability 
The product may not be stable under certain conditions 
of storage or use. 
Conditions 
to avoid 
Drying on clothing or other combustible 
materials may cause fire. 
Avoid inoreased 
storage temperature. 
Pressure hazard 
Materials 
to avoid 
Reactive or incompatible 
with the following 
materials:,combustible 
materials,organic 
materials, metals,aclds,alkalls,oxfdlzlng 
materials, reducing materials 
Hazardous 
decomposition 
Under normal conditions of storage and use, hazardous decomposition 
products 
products 
should not be produced. 
Hazardous 
polymerization 
Under normal conditions of storage and use, hazardous 
polymerization 
will not occur. 
111 . Toxicological 
information 


Acute toxicity 


ProductJin9redient 
name 
Result 
Species 
Dose 
Exposure 


liranganese 
dioldde 
L050 Oral 
Rat 
3478 mg/kg 
- 
Terphenyl, 
hydrogenated 
LOSO Oral 
Rat 
:>10000 rnglkg 
- 
Zeolites 
LOSO Oral 
Rat 
>59tk9 
- 
carbon black respirable 
L050 Oral 
Rat 
>15400 mglkg 
- 
L050 Denmal 
Rabbit 
>3 g/kg 
- 
magnesium 
carbonate 
LOSO Oral 
Rat 
8000 mglkg 
- 
terphenyl 
LOtiO Oral 
Rat 
1400 mg/kg 
- 
1,3-diphenylguanidine" 
_ 
LOSO Oral 
Rat 
323 rng/kg 
- 
-- 
-"'~-- - 
-._-- 
ConcluslonlSummary 
ChroniC; toxicity 


ConclusionJSummary 


Defattl nglrrltant 


Target organs 


Not available. 


Not available. 


Prolonged or repeated contact can defat the skin and lead to ,Irritation, cracking and/or 
dermatitis. 
Contains material which causes damage to the following 
organs: lungs, skin, central 
nervous system (eNS). 
Contains material which may cause damage to the following 
organs: blood, kidneys, 
the nervous system, liver, cardiovascular 
system, upper respiratory tract, eye, lens or 
cornea. 
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Contains material which may cause cancer, based on animal data.. Risk of cancer 
depends on duration and level of exposure. 


Productcode 
PS 890 B 2 P.artA 


Product name PS 890 B 2 Part A 


11 . Toxicoilogical information 


Ca rcinogenicitv 


Ca rcinogenicity 


Classification 


Date ofissue 
18 March 2013 
Version 5 


Productllngredient 
name 
ACGIH 
tARC 
NTP 
OSHA 


~()Iites 
- 
3 
- 
- 
carbon black respirable 
A3 
28 
- 
- 


Carcinogen 
ClaRification 
c:ode: 
ACGIH: 
A1I,A2, A3, A4. A5 
IARC: 11,2A. 2B, 3, 4 
NTP: Proven, P01I$iblie 
OSHA: 
+ 
Not listed onegulated 
as a l;IUllinogen: 
- 


Fertility 
effects 
Contains material which may Impair male fertility, based on animal data. 
112. Ecolog ical information 


Environmental 
effects 
: 
No known signifi.canteffects 
or critical hazards. 
113. Disposal considerations 


Waste disposal 
The generation of waste should be avoided or minimized 
wherever 
possible. 
Disposal 
of this product, solutions and any by-products 
should at all times comply with the 
requirements 
of environmental 
proteotlon 
and waste disposal legislation 
and any 
regional local authority requirements. 
Dispose of surplus and non-recyclable 
products 
via a licensed waste disposal contractor. 
Waste should not be disposed of untreated 
to the sewer unless fully compliant with the requirements 
of all authorities with 
Jurisdiction. 
Waste packaging 
should be recycled. 
Incineration 
or landfill should only 
be considered when recycling is not feasible. 
This material and its container 
must be 
disposed of in a safe way, 
Care should be taken when handling emptied containers 
that have not been cleaned or rinsed out. 
Empty containers 
or liners may retain some 
produclresidues. 
Avoid dispersal of spilled material and runoff and contact with soil. 
waterways, 
drains and sewers. 


Disposal 
should 
be In accordance 
with 
applicable 
reglona', 
national 
and Iocal'aws 
andregu.at'ons. 


Refer to Section 
7: HANDLING 
AND STORAGE and Section 
8: EXPOSURE 
CONTROLS/PERSONAl 
PROTECTION 
for additlonal handling information and protection of employees. Section 6•.Accidental reluse 
measures 
114. Transport information 


Regulation 
UN number 
Proper 
shipping 
name 
Classes 
PG;t Add itional 
information 


UN 
None. 
Not regulated. 
None. 
- 
- 


IMDG 
None. 
Not regulated. 
None. 
- 
- 


DOT 
None, 
Not regulated. 
None. 
- " 
PG*: Packing group 


Rapo riabra.qua ntlij/RCI~ 
..cjiERCFA::Hazardou s'subStan cas:: sO:dTlimllYdroldae:"1'OOO 
Ibs.:.(454'kg 1;'manganeseaI6'X1di;- 
- - 


115. 
R~~ulatOryill!?rrrl~tion 
I 


United 
States 
inventory 
(TSCA 8b) 
: All components 
are listed or exempted. 


Australia 
inventory 
(AlCS) 
: All components 
are listed or exempted. 


Canada 
Inventory 
(DSl) 
: All components 
are listed or exempted. 


China 
inventory 
(IEeSC) 
: All components 
are listed or exempted. 


Europe 
inventory 
( REACH) 
: Please contact your supplier for information 
on the inventory status of this 
material. 


Japan 
inventory 
(ENCS) 
: pm components 
are listed or exempted. 
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Product 
code 
PS 890 
B 2 Part A 


Product 
name PS 890 
B 2 Part A 


Date of issue 
18 March 2013 
Version 
5 


N 


prClsure 


N 
N 
N 
N 


N 


N 
N 
N 
N 
N 


N 


N 
N 
N 
N 
N 


Y 


Reactive 


Y 
N 
N 
N 


N 


N 
N 
N 
N 
N 


Eim 
N 
N 
N 
N 


N 


y 
N 
N 
y 
N 


N 


y 


y 


N 
N 
N 
Y 
Y 


y 


14807.96-8 


1333-86-4 
546-93-0 
26140-60-3 
102-06-7 
120-54-7 


: All components 
are listed or exempted. 


: Substance Use Restricted 


: All components 
are listed or exempted. 


PrO<luct as-fuppli«t 
:: 


15. Regulatory info.rmation 


Korea Inventory 
(KEell 


New Zealand 
( NZloC ) 


Philippines 
inventory 
(PICCS) 
United Statu 


iARA 
302'304: 
ethylene oxide; Formaldehyde 
~RCLA: 
Hazardous 
substances.: 
sodium hydroxide: 1000 Ibs. (454 kg); manganese 
dioxide; 


SARA 311/312 SDS Dlstrtbutlon 
-Chemical 
Inventory 
• Hazard IdentificatIon: 


Chemical 
name 
.Q.Y..! 
Am!.m 
Chronic 
m'a:nganese dioxide 
1313-13..e 
y 
y 
TerphenyJ, 
hYdrogenated 
61788-32-7 
N 
N 
Zeolites 
1318.02-1 
Y 
N 
Polyphanyis., 
quater. 
and higher, 
68958.74.1 
N 
N 
partially 
hydrogenated 
Talc, 
not containing 
asbestlform 
fibres 
carbon 
black 
respirable 
magnesium 
carbonate 
terphenyl 
1,3-dlphenylguanldlne 
bis(piperid 
inothiocarbonyl) 
tetruuI 
phlde 


SABA 313 
Supplier 
not1ficatlon 
Chemical 
name 
l:ifanganese dioxide 
CAS nUmber 
1313-13-9 
Concentratign 
30 -60 


Additional 
environmental 
information 
is contained 
on the Environmental 
DaIa Sheet for this product, 
which 
can be obtained 
from your PPG representative. 


California 
prop. 65 


WARNING: 
This product contains a chemical known to the State of California to cause cancer. 


Canada 


WHMIS (Canada) 
Class C: OXidizing material. 
Class 0-1 B: Material causing immediate and serious toxic 
effects (Toxic). 
Class D-2A: Material causing other toxic effects (Very toxic). 
Class 
0.28: 
Material causing other toxic effects (Toxic). 


1 


1 
Reactivity 


~ 
Classlftcation 


Flammability: 
0 
Health: 
3 
116. Other information 


Haza:rdous 
Material 
Information 
System 
(U.S.A.) 


Health 
: 
3 
" 
Flammability: 
0 
Physical 
hazards 
( ~) .••ChronJc 
effects 


Caution: 
HMIS@ ratings 
are based on a 0-4 rating 
scale, with 0 representing 
minimal 
hazards 
or risks, 
and 4 
representing 
significant 
hazards 
or risks Although 
HMIM>ratings 
are not required 
on MSDSs under 29 CFR 1910. 
1200, the preparer 
may choose 
to provide 
them. HMI~ 
ratings 
are to be used with 
a fully 
Implemented 
HMIS@ 
program. 
HMISf> Is a registered 
mark of the National 
Paint & Coatings 
Association 
(NPCA). HMIStl 
materials 
may 
be purchased 
exclusively 
from J. J. Keller (8001327-6868. 


The customer 
Is responsible 
for determining 
the PPE code for this material. 


National 
Fire Protection 
Association 
(U.S.A.) 


Health 
: 
3 
Flammability: 
0 
Instability: 
1 


Date ofprevioLls 
issue 
: 8/2512012. 


United States 
- Canada. 
Mexico 
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Product code PS 890 B 2 Part A 


Product name PS 890 B 2 Part A 


16. Other information 


Date ofissue 
18 March 2013 
Version 5 


Organization that prepared 
: EHS 
the MSDS 
" 
Indicates Information that has changed from previously Issued version. 
Piscl.aimer 
The Information contained in this data sheet Is based on present scientific and technicsl knowledge. 
The purpose ofthis 
Information is to draw attention to the health and safety aspects conceming the products supplied by PPG, and to 
recommend precautionary 
measures for the storage and handling of the products. No warranty or guarantee is given In 
re:specl of the propertie:s of the producl:s. No liability can be accepted for any failure to observe the precautionary 
measures described 
In this data sheet or for any misuse of the products. 
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Maternal Safety lData Sheet 


Date of issue 


Version 


10 March 2013 
6 
11. 
Product and company identification 


Product name 


Code 


Supplier 


Emergency 
telephone 
number 


PS 890 B 2 Part 8 


PS 890 B 2 Part B 


PPG Ae.rospace PRC-DeSoto 
12780 San Fernando Road 
Sylmar, CA 91342 
Phone: 
8183626711 


(412) 434-4515 
(U.S.) 
(514)645-1320 
(Canada) 
01-800-00-21-400 
(Meldeo) 


12. 
Hazards identification 


Emergency 
overview 
DANGER! 


CAUSES RESPIRATORY 
TRACT AND EYE IRRITATION. 
MAY BE HARMFULlF 
INHALED OR SWALLOWED. 
ASPIRATION 
HAZARD. 
CAN ENTER LUNGS AND 
CAUSE DAMAGE. 
PROLONGED 
OR REPEATED 
CONTACT MAY DRY SKIN AND 
CAUSE IRRITATION. 
CONTAINS MATERIAL THAT CAN CAUSE TARGET ORGAN 
DAMAGE. 


Do not swallow. 
Avoid oontact with eyes, skin and clothing. 
Use only with adequate 
ventilation. 
Keep container tightly closed and sealed until ready for use. Wash 
thoroughly 
after handling. 


Skin 


Eyes 


Ingestion 


Ingestion 


May be harmful If Inhaled. 
Irritating to respiratory 
system. 
Can Irritate eyes, nose, 
mouth and throat. 
May be harmful if swallowed. 
Aspiration 
hazard if swallowed. 
Can enter lungs and 
cause damage. 


Skin 
Moderately 
irritating to the skin. 
Eyes 
l:rritating to eyes. 


Oyer-exposure 
sjgns/symptoms 


Inhaladon 
Adverse symptoms may include the following: 
respiratory tract irritation 
coughing 
Adverse symptoms may incrude the following: 
nausea or vomiting 
Adverse symptoms may include the following: 
Irritation 
redness 
._.-.._.~'dryness 
-- 


cracking 
Adverse symptoms may include the following: 
pain or I~rltation 
watering 
redness 


Pre-existing 
disorders involving any target organs mentioned 
in this MSDS as being at 
risk may be aggravated 
by over-exposure 
to this product. 


potential 
acyte 
health 
effects 


Inhalation 


Medical conditions 
aggravated 
byover- 
exposure 


This Material 
Safety Data Sheet has been prepared 
in accordancewlth 
Canada.'s Workplace 
Hazardous 
Materials 
Information 
System 
(WHMIS) and the OSHA Hal-srel Communication 
Standard 
(29 CFR 1910.1200). 


~e 
toxicological 
Information (Section 11) 
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& Canada A Mexico 
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Product code 
PS 890 B 2 Part B 


Product name PS 890 B 2 Part B 


Date ofissue 
10 March 2013 
Version 
6 


3. 
C,omposition!information 
on ingredients 


l:!i.Im 
CASnumber 
~ 


calcium carbonate 
471-34-1 
15 - 40 
proprietary 
modified polysulfide 
polymer 
Not available. 
3 - 7 
toluene 
108-88-3 
1 - 5 
titanium dioxide 
13463-67-7 
1 - 5 
proprietary 
modified polysulfide 
polymer 
Not available. 
1 - 5 


There are no additional 
Ingredients 
present 
which, 
within 
the current 
knowledge 
oUhe 
supplier 
and In the 
concentrations 
applicable, 
are classified 
as hazardous 
to health 
or the environment 
and hence require 
reporting 
In this section. 
14. 
First aid measures 


If ingestion, irritation, any type of overexposure 
or symptoms of overexposure 
<xcur during 'or persists after use of this 
product, contact a POISON CONTROL 
CENTER, 
EMERGENCY 
ROOM OR PHYSICIAN 
immediately; 
have Material 
Safety Data Sheet information 
available. 
Never give anything by mouth to an unconscious or convulsing person. 


Eye contact 


Skin contact 


Inhalation 


Ingestion 


Notes to ,physician 


Check for and remove any contact lenses, Immediately 
flush eyes with running 
water for at least 15 minutes, keeping eyelids open. Seek immediate 
medical 
attention. 


Remove contaminated 
clothing and shoes. Wash skin thoroughlywilh 
soap and 
water or use recognized 
skin cleanser, 
Do NOT use solvents or thinners. 


Remove to fresh air. Keep person warm and at rest. If not breathing, 
if breathing 
is 
irregular or if respiratory 
arrest occurs, provide artificial respiration 
or oxygen by 
trained personnel. 


If swallowed, 
seek medical advice Immediately 
and show this container or label. 
Keep person warm and at rest Do NOT induce vomitin!)_ 


No specific treatment. 
Treat symptomatically. 
Contact poison treatment 
specialist 
immediately 
if large quantities have been ingeste<l or inhaled. 
IS. 
Fire-fighting 
measures 


.-Accidental:r~lease_measures 


Flamimability 
of the product 


Extinguishing 
media 


Suitable 


Not suitable 
Special 
exposure 
hazards 


Haurdou$ 
combustion 
products 


Special 
protective 
equipment 
for fire-fighters 


,16-. 


Personal 
precautions 


EnViron men,tal precautlo ns 


No speclfio fire or e}(plosion hazard. 


Use an extinguishing 
agent suitable for the surrounding 
fire. 


None known. 
Promptly isolate the scene by removing all persons from the vicinity of the incident if 
there is a fire, 
No action shall be taken involving any personal risk or without suitabla 
training. 


'Decomposition 
products may Include the following materials: 
carbon oxides 
halogenated 
compounds 
metal oxide/oxides 


Fire-fighters 
should wear appropriate 
protective equipment 
and self-contained 
breathing 
apparat1Js (SC8A) w~11a full face-piece 
operated 
in pos'itive pressure 
mode.I 
'No action shall be taken involving any personal risk or without 
suitable training. 
'Evacuate surrounding 
areas. 
Keep unnecessary 
and unprotected 
personnel 
from 
entering. 
Do not touch or walk through 
spilled material. 
Provide adequate ventilation. 
Wear appropriate 
respirator When ventllatlon 
IS Inadequate. 
Put on appropriate 
personal pro1ective equipment (see Section S). 
Avoid dispersal of spilled material and runoff and contact with soil, waterways, 
drains 
and sewers. 
Inform the relevant authorities 
If the product has caused environmental 
,pollution (sewers, waterways, 
soil or air). 
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Product code PS 890 B 2 Part B 


Product name PS 890 B 2 Part B 


6. 
Accidental release measures 


Date of issue 10 March .2013 
Version 6 


Large spill 


Small spill 


Storage 


Handling 


Move containers from spill area. Approach release from upwind. 
Prevent entry Into 
sewers, water courses, basements or confined areas. Vacuum or sweep up material 
and place in a designated, labeled waste container. 
Dispose of via a licensed waste 
disposal contractor. 
Note: see Section 1 for emergency contact information and 
Section 13 for waste disposal. 
Move containers from spill area. Vacuum or sweep up material and place in a 
designated, labeled waste container. 
Dlspose of vis a licensed waste disposal 
contractor. 
17. 
Handling and storage 


Put on appropriate personal protective equipment (see Section 8). Eating. drinking 
and smoking should be prohibited in areas where this material is handled, stored and 
processed. 
Do not swallow. 
Do not get in eyes or on skin or clothing. 
Use only with 
adequate ventilation. 
Wear appropriate respirator when ventilation is inadequate. 
Keep In the orlginal container or an approved alternative made from a compatible 
material, kept tightly closed when not in use. Empty contalners retain product residue 
and can be hazardous. 
Do not reuse conta.iner. 
Store in accordance with local regulations. 
Store in original container protected from 
direct sunlight in a dry, cool and welJ..ventllated area, away from incompatible materials 
(see Section 10) and food and drink. 
Keep container tightly closed and sealed until 
ready for use. Containers that have been opened must be carefully resealed and kept 
upright to prevent leakage. 
Do not store In unlabeled 
containers. 
Use appropriate 
containment to avoid environmental contamlna.tlon. 
18. 
Exposure controls/personal 
protection 


Name 
Result 
ACGIH 
OSHA 
Ontario 
Mexico 
IPEL 


calcium carbonate 
TWA 
10 MGJM3 
5 mgJm3 R 
Not 
Not 
Not 
TO 
15 mg/m"TD 
established 
established 
established 
3MGIM3 R 
5 mgJm3 R 
15 mg/m3 


toluene 
TWA 
20 ppm 
200 ppm Z 
20 ppm 
50 ppm S 
Not 
established 
STEL 
Not 
500 ppm ZA 
Not 
Not 
Not 
established 
300 ppm ZC 
established 
established 
established 


titanium dioxide 
TWA 
10 rng/rrfl 
15 mg/m" TO 
10 mglm3TD 
10 mg/m3 
Not 
(as Ti) 
established 
STEL 
Not 
Not 
Not 
20 mglm3 
Not 
established 
established 
established 
(as Ti) 
established 


Key to abbreviations 
A 
"Aeceptable 
Maximum Peal< 
S 
ACG1H 
•• .Ament:linConfelerlce ofGO'iemmentallndustrlalHYg1iinrst!i;.- 
-- - 
---- 
-SR 
C 
•• Ceiling Umlt 
SS 
F 
• 
Fume 
STEL 
IPEL 
"lntemal Permfi~ibleEXpowreLimit 
TD 
OSHA 
• 
Oeeup!ltlOl1a1Safety and H8a!ltl Administration. 
TLV 
R 
= RespiJeble 
TWA 
Z 
= OSHA29CF'R 
1910.1200 
Subpart 
Z .•TOJdoand Hazardous Sulx>tan<:es 


Consult local authorities for acceptable exposure limits. 


••. Potenlial skin absorption 
•• -RespfratOij GensltlZ8tlon - --- 
•• Skln lIensltizllllon 
• 
Shortterm 
Exposure limit values 
• 
Total dust 
= Threshold 
Limit Value 
• 
Time Weigl1ted AvenJg!& 
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Product 
codepS 
890 B 2 Part B 


Product 
name PS 890 B 2 Part B 


Date ofissue 
10 March 2D13 
Version 6 


8. 
Exposure controls/personal protection 


Recommended 
moni1oring 
procedures 


Engineering 
measures 


Hygiene 
measures 


If this product contains ingredients with exposure limits, personal, workplace 
atmosphere 
or biiological monitoring 
may be required to determine 
the effectiveness 
of 
the ventilation 
or other control measures and/or the necessity to use respiratory 
protective 
equipment. 
Reference 
should be made to appropriate 
monitoring 
standards, 
Reference to national guidance 
documents 
for methods for the determination 
of 
hazardous 
substances will also be required. 


Use only with adequate ventilation. 
If user operations 
generate dust, fumes, gas, 
vapor or mist, use process enclosures, 
local exhallstventilation 
or other eng:ineering 
controls to keep worker exposure to airborne contaminants 
below any recommended 
or statutory limits. 
Wash hands, forearms and face thoroughly 
after handling chemical 
products, before 
eating, smoking and using the lavatory and at the end of the working 
period. 
Appropriate 
techniques 
should be used to remove potentially 
contaminated 
clothing. 
Wash contaminated 
clothing before reusing. 
Ensure that eyewash stations and safety 
showers are close to the workstation 
location. 


Skin 


Respiratory 


Environmental 
exposure 
controls 


Personal protection 
Eyes 
Hands 
Safety glasses with side shields. 
Chemical-resistant, 
impervious 
gloves complying with an approved standard should be 
worn at all times when handling chemical products if a risk assessment 
indicates this is 
necessary. 
Consideri:ng the parameters 
specified 
by the glove manufacturer, 
check 
during use that the gloves are still retaining their proteotive properties. 
It should be 
noted that the time to breakthrough 
for any glove material may be different for different 
glove manufacturers. 
In the case of mixtures, consisting 
of several sui>stances, the 
protection time of the gloves cannot be accurately 
estimated. 
If workers ere exposed to ooncentratlons 
above the exposure limit, they must use 
appropriate, 
certified respirators. 'Use a properly fitted, air-purifying 
or air-fed respirator 
complying 
with an approved standard if a risk assessment 
indicates this is necessary. 
Respirator selection must be based on known or anticipated 
exposure levels, the 
hazards of the product and the safe working Ilmits of the selected 
respirator. 
Personal protective equipment 
forthe 
body should be selected 
based on the task 
being performed and therlsks 
involved and should be approved 
by a specialist before 
handling this product. 


Emissions 
from ventilation 
or work process equipment 
should be checked to ensure 
they comply with the requirements 
of environmental 
protection 
legislation. 
In some 
cases, fume scrubbers, filters or engineering 
modifications 
to the process equipment 
will be necessary to reduce emissions to acceptable 
levels. 
19. 
Physical and chemical properties 


Solid. 
Closed cup: 67.22.C (153"F) 


Lower: 1% 
Yes. 


Physical state 
Flash point 


Explosion 
limits 
Material 
supports 
combustion. 
Color 
White. 


Odor 
Not available .. 


pH 
Not available. 
Boillng/condeiisatlon 
poirrt-:-Notavairable~. 
~-." .." 


Melting/freezing 
point 
Not available_ 


Spec Inc gravity 
1.5 


Density ( Ibsl gal) 
12.52 
Vapor 
pressure 
Not available. 


Vapor 
density 
Not available. 


Evapora11on rate 
Not available. 
vac 
57 gil 


Partition 
coefficient: 
n- 
Not available. 
octanolJwater 
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9. 
Physical and chemical properties 
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Version 6 


110. Stability and reactivity 


StabUity 
Stable under recommended 
storage and handling conditions 
(see Secllon7). 
Conditions 
10 avoid 
No specific data. 
Materials 
to avoid 
Reactive or Incompatible with the following 
materlals:,aclds,oxldlzlng 
materials,strong 
alkalis 
Hazalrdous 
decomposition 
Under normal conditions of storage and use, hazardous decomposition 
products 
products 
should not be produced. 
Hazardous 
polymerization 
Under normal conditions of storage and use, hazardous 
polymerization 
will not occur. 
111. To)(icological information 


MutA I9Xlclty 


Product/ingredient 
name 
R.esult 
Species 
Dose 
EXJlosure 


calcium carbonate 
LD50 Oral 
Rat 
6450 mglkg 
- 
toluene 
LD50 Oral 
Rat 
636 mg/kg 
- 
LD50Dermai 
Rabbit 
8.39 gJkg 
- 
LC50 Inhalation 
Rat 
49 g/m3 
<4 hours 
titanium dioxide 
LD50 Oral 
Rat 
>10 g/kg 
- 
COI1GluliionlS.ummary 
Cb ron Ic toxicity 
COl1clusionlSummary 


pefatting 
iuitant 


Target organs 


Carcinogenicity 
Carcinogenicity 


ClassificatIon 


Not available. 


Not available. 


Prolonged or repeated contact can defat the skin and lead to irritation, cracking and/or 
dermatitis. 
Contains material which causes damage to the following 
organs: brain. 
Contains material which may cause damage to the following 
organs: blood, kidneys. 
lungs, the reproductive 
system, liver, heart, gastrointestinal 
tract, upper respiratory 
tract, skin, central nervous system (eNS), eye, lens or cornea. 


Contains material which may cause cancer, based on animal data. 
Risk of cancer 
depends on duration and level of exposure. 


ProductJlngredlent 
name 
ACGIH 
!ARC 
NiP 
OSHA 


toluene 
A4 
3 
. 
. 


titanium dioxide 
A4 
.2B 
~ 
- 
ACGIH: A1I,At, A3. A.4, AS 
lARC: 1, 2A, 28, 3, 4 
NTP: ProvGl'l, Posslbla 
OSHA: 
+ 
Not listed or rngulalBd 
IIlI a carcinogen: 
- 


Oevel opmental'effects-- 
--:"";Contiiiilimaterlal 
Wnich'may'csuse 
.developmentalebnormalitiea, 
baaod.on.enimal. 
data. 


Fertility 
effects 
: Contains material which may Impair female fertility, based on animal data. 
112. Ecological information 


Environmental 
effects 
: 
No known significant 
effects or critJcal hazards. 


AQyatlc eqWgxlclty 


United states 
• Canada. Mexico 
Page: 5/s1 


Japan Inventory 
(ENCS) 


Korea inventory 
(KECI) 


Product 
code 
PS 890 B 2 PartS 
Date ofissue 
10 March 2013 
Version 
6 


Product 
name PS 890 B 2 Part B 
12. Ecological information 


Produ ctling red lent 
Result 
Spedes 
EXiPosure 
name 
toluene 
Acute LCSO5800 uglL Fresh water 
Fish - Rainbow trout,donaldson 
trout- 
96 hours 
Onoorhynchu s mykiss 


Acute EC50 6000 ugJL Fresh water 
Daphnia - Water flea - Daphnia 
48 hours 
magna 


Chronic NOEC 28000ugIL 
Fresh water 
Daphnia - Water flea - Daphnia 
48 hours 
magna 


113. Disposal considerations 


Waste disposal 
The generation of waste should be avoided or minimized wherever possible. 
Disposal 
of this product, solutions and any by-products should at all times comply with the 
requirements of environmental protection and waste disposal legislation and any 
regional local authority requirements, 
Dispose of surplus and non-recyclable 
products 
via a licensed waste disposal contractor, 
Waste should not be disposed of untreated 
to the sewer unless fully compliant with the requirements of all authorities with 
Jurisdiction. Waste packaging should be recycled. 
Incineration or landfiH should only 
be considered when recycling is not feasible, 
This material and its container must be 
disposed of in a safe way. Care should be taken when handling emptied containers 
that have not been cleaned or rinsed out. Empty containers or liners may retain some 
product residues. Avoid dispersal of spilled material and runoff and contact with soli, 
waterways, drains and sewers. 


Disposal 
should 
be In accordance 
with applicable 
regIonal, 
national 
and loeallaws 
and regulations. 


Refer to Section 
7: HANDLING AND STORAGE and section 
8: EXPOSURE CONTROLS/PERSONAL 
PROTECTION 
for additional 
handling 
InformatIon 
and protection 
of employees. 
Section 
6. Accidental 
release measu.res 
114. Transport information 


Regulation 
UN number 
Proper shipping 
name 
Classes 
PG. 
Add Itlonallnformatlon 


UN 
None. 
Not regulated. 
None. 
- 
- 


IMDG 
None. 
Not reguleted. 
None. 
- 
- 


DOT 
None. 
Not .regulated. 
None. 
- 
Ifeportab!e quantity 
4409.6 Ibs /2001.9 
kg 
Package sizes shipped in 
quantities less than tile 
product reportable quantity 
are not subject to the RQ 
(reportable quantity) 
transportation 
requirements. 


PG": Packing group 


Reportable quantity RQ 
: CERCLA: Hazardous substances.: thiram (ISO): 10 Ibs. (4.54 kg); toluene: 1000 Ibs. (454 kg); 
115. Regulatory information 
- _ 
...__ .~_ 
.._.- 
--_... -I-- 


United States inventory 
(TSCA 8b) 
: Not determined. 


Australia 
Inventory 
(AlCS) 
: Not determined. 


Canada Inventory 
( DSL ) 
: Not determIned. 


China inventory 
(IECSC) 
: J!i{least one component is not listed. 


Europe inventory 
( REACH) 
Please contact your supplier for information on the inventory status of this 
malerlal. 
Not determined. 


Not determined. 


United States 
~Canada ~ Mexico 
Page: 6/8 


••..•.••• 
""A 
I ATRlon 


N 
N 
N 


Pressure 


N 
N 


N 
N 
N 


Version 6 


Reaqtive 


N 
N 


Y 
N 
N 


E.Im 
N 
N 


Y 
Y 
N 


Date ofis$ue 
10 March 2013 


Y 
N 
Y 


108-88-3 
13463-67-7 
Not available. 


: Substance Use Restricted 


: Not determined. 


Product 
code 
PS 890 B 2 Part B 


Product 
name PS 890 B 2 Part B 


15. Regulatory information 


New Zealand 
( NZIoC) 


Philippines 
Inventory 
(PICCS) 
United States 


rs"ARA 3021304: No products were found. 
CERCLA: Hazardous 
substances.: 
ttllram (ISO): 10 Ibs. (4.54 kg); toluene: 1000 Ibs. (454 kg); 


SARA 3111312 SOS Distribution 
-Chemical 
Inventory 
- Hazard Identification: 


Chemica! 
name 
~ 
Al2.I.Im 
Chronic 


calcium 
carbonate 
471-34-1 
N 
N 
proprietary 
modified 
polysulflde 
Not available. 
Y 
N 
polymer 
toluene 
titanium 
dioxide 
proprietary 
modified 
polysulfide 
polymer 


Product 
as-supplled 
.: 
y 
Y 
N 
N 
N 


SABA 313 
Chemical 
name 
CAS number 
Concentration 
Supplier 
notification 
toluene 
108-88-3 
1- 5 


Additional 
environmental 
information 
is contained 
on the Environmental 
Data Sheet for this product, 
whiQh 
can be obta'ined 
from your PPG representative. 


Class D.2A: Material causing other toxic effects (Very toxic). 
Class D-28: Material 
causing other toxic effects (Toxic). 


California 
Prop. 65 


WARNING: 
This product contains a chemical known to the State of California to cause birth defects or other 
reproductive 
harm. 


Canada 


WHMIS (Canada) 


Mexico 


Classification 


Flammability: 
2 
Hea.lth: 
2 
Reactivity 
0 
116 . Other informatiol1 


Huai'doU$ Material Information System (U.S.A.) 


Health 
: 
2 
•. 
Flammability: 
2 
Phy~ieal 
hazards 
0 
I") - Chronic 
effects 


Caution: 
HMIS@ ratings 
are based on a 0-4 rating 
scale, with 0 representing 
minimal 
hazards 
or risks, 
and 4 
representing 
significant 
hazards 
or risks Although 
HMISf> ratings 
are not required 
o,n MSDSs under 29 CFR 1910. 
1200, the preparer 
maychoo$e 
to provide 
them. HMIS@ ratings 
are to be used with 
a fully 
Implemented 
HMIS~ 
program. 
HMISQlIIs a registered 
mark of the National 
Paint & Coatings 
Association 
(NPCA). HMI9 
materials 
may 
be purehased 
exclusively 
from J. J. Keller 
(800)327-6868 
. 


. ~The~ustomerls 
~nslble 
for determining 
the 
PPE code .for.thls.materlaJ. 


Nations,1 Fire Protection 
Association 
(U.S.A.) 


Health 
: 
2 
Flammability 
: 
2 
Instability: 
0 


Date of previous 
Issue 
10/1/2012. 


Organization 
that prepared 
: 
EHS 
the MSDS 


,. Indicates 
inforr!lstion 
that has changed 
from previously 
issued 
version. 


Disclaimer 


United States 
- Canada - Mexico 
page:7Jsl 


-....t"t 
A 
ATRlON 


Product code PS 890 B 2 Part B 


Product name PS 890 B 2 Part B 


16. Other information 


Date ofissue 
10 March 2013 
Version 6 


The information contained in this data sheet is based on present scientific and technical knowledge. 
The purpose of this 
information 
is to draw allention to lhe health and safely aspecls conceming 
the producls 
supplied by PPG, and to 
recommend precautionary 
measures for the storage and handling of the products. No warranty or guarantee Is given In 
respect of the properties 
of the products. 
No liability can be accepted for any failure to obsflNe 
the precautionary 
measures 
described 
In this data sheet or for .any misuse of the products_ 


I 
United States • Canada. Mexico 
.p~ge:8/s1 


jj 


m, 


PPG Aerospace 
PRe DeSoco 


PACKING LIST 
PRC DeSoto International, Inc 
Pick '1'icketNumber 
53013661 
ASC 
Dallas 
---~ 
---- 
-------- 
--- 
2750 114th Street SUite 400 
Order No 
Order Date 
Cust No 
Cust PO 
Page No 
Grand Prame TX 75050 USA 
Telephone (817) 640 1067 
S890021 
10/18/13 DA090713 2209325 
Fax (817) 6401058 
1 


S~IIPV,alTerms 
DA503 


Ship OatelFrt 
Code 
ShiPPing Instructions 
DS-PO#" 
Warehouse Location 


net30 
01/15/14 
SEE BELOW 
SPEC-AVIALL/ROJEAN 
972-586-1314 
KNL 
3723U5 
PRe DESOTO IN' 


AVIALL 
SERVICES, 
INC. 
Sold 
POBOX 
619048 
Th 
DALLAS, TX 75261-9048 
UNITED STATES 


00030970 
AVIALL CENTRAL WAREHOUSE 


Ship 
2750 FEGENT BOULEVARD 
To 
DFW AIRPORT, TX 75261 
UNITED 
STATES 


Quantity 
Ordered 
Request 
Date 
Item No IDescnptlon 
Pick 
Sequence 
g 
Quantity 
M 
To Ship 
Quantity 
Picked 
NEVER ADD FRT TO INVOICE, MUST SHIP COLLECT 
FEDEX GROUND COLLECT ACCT #075268572 
IF 150 LBS OR MORE USE CEVA LOGISTICS 
(AVIA27752A) COLLECT 
DO NOT SHIP PARTIAL 
LINES' 
*** MSDS REQUIRED WITH EACH SHIPMENT *** 
MUST HAVE 75% SHELF LIFE 


480 D-01/20/14 
0890B002CA012PTAV 
R-01/20/14 
PRC STANDARD 
P-Ol/20/14 
PS 890 B 2 
PT KIT 
Customer 
Item: PS890B2PT=5N 


Lot No. 319490-01 
*Location. STOCK 
Expires 
After: 
10/14 


2 
EA 


480 


In compl~ance with the chemical reg~stration 
laws of UNITED STATE 


022066 


CERTIFICATE 
OF CONFORMANCE 
Pick Ticket Number 
53013661 


S890021 
10/18/13 DA090713 2209325 


Order No 
Order Date 
Cust 
No 


1 


Page No 
Cust PO 


illl - 
,~eo..... 
DS-PO#. 
DA503 


PRC DeSoto 
International 
Inc 
ASC 
Dallas 
2750 114th Street 
SUite 400 
Grand 
Prame, TX 75050 
USA 
Telephone 
(817) 640 1067 
Fax (817) 640.1058 


- --.. 
- 
We certify that thiS matenal has been manufactured and tested In accordance 
with applicable speclfrcatlon(s} 
Test data pertaining to thiS matenalls 
on 
file and available for inspection upon request 


2750 REGENT BOULEVARD 
DEW AIRPORT) TX 75261 
UNITED STATES 


~~-IJI--- 
---r~.;ui 
.. 


r ~_ 


••. 
.• 
Quaht¥.Contr 


Ship 
To 


AVIALL SERVICES, INC. 
POBOX 
619048 
DALLAS, TX 75261-9048 
UNITED STATES 


Sold 
To 


Quantity 
Ordered 
Request 
Date 
Item No IDescriptlon 
Pick 
Sequence 
~ 
Quanbty 
M 
To Ship 
Quantity 
Picked 


TOTAL 
SHIPPED 


*** 


OTY 
PER 
BOX 
-;)0-1 


DATE SHIPPED 


480 


II OF 
BOXES 


022066 


NEVER ADD FRT TO INVOICE, MUST SHIP COLLECT 
FEDEX GROUND COLLECT ACCT #075268572 
~ 
IF 150 LBS OR MORE USE CEVA LOGISTICS (AVIA2775 
OLLECT 
DO NOT SHIP PARTIAL LINES' 
*** MSDS REQUIRE~ 
TH EACH SHIPMENT 
MUST HAVE 15% SHELF LIFE 
~ 


480 D-Ol/20/14 0890B002CA012PTAV 
__~ 
2 
EA 
R-01/20/14 PRC STANDARD 
fl- 
P-Ol/20/14 PS 890 B 2 
PT KI~ 
Customer Item 
PS890B~~_ 


Lot No 
319490-01 
~- 
*Location: STOCK ~~ 
Expires After 
10~ 


In compliance 
with the chemiC~eg1stration 
laws of UNITED 
STATE 


~ 


~ 


~etj 


Batch # -5 II1J L( 0/ 0 - 0) 
Shelf LIfe 
qJ-rl( S 


Date MIg 
() J / Jl--/ 
Exp Date 
J0/ J1/ - 
I 
7 
Storage ReqUirements 
_ 


~--- --~-~~, 
30 '0 
'18D 


PACKED BY 
VERIFIED BY 
A 
..)1'1 
,Ilk 
IJ/;~~ 


Mise Charges 


(,\t 
~yo 


.,f?,'",11 Global. 
1&1I111nc. 


P.O. BOX 259 
PALESTINE, 
TX 75802-0259 


PH: (903)729-3131 
Quality FAX:(903)729-1217 
' ••..ww.eta.global.com 


.'~~~~mf~fipF~f: 
318000:'000 
Pa e 1 of 1 


1509001 :2008 
AS9120:2002 
Certificate 
NO. C0023281 


Sold to: 
. 
. 8418 


AVIALL 
SERVICES 
(CONTRACT) 
ATTN: 
ACCOUNTS 
PAYABLE 
PO BOX 
619048 
DALLAS, 
TX 75261 
UNITED 
STATES 


AVIALL 
SERVICES 
(CONTRACT) 
2750 
REGENT 
BLVD 
DFW AIRPORT, 
TX 75261 
UNITED 
STATES 


Customer: e.o .. 
DeDartment 
Messaqe 
' .. 
.,.,.:,;:....~.."..:,,<,:.~:/. 
'j.: 
:. 
2243418 
500 
FEDEX 
0752-6857-2 


Pavmenl:terms 
SalesDer 2 
-'1 B 
P 
Shio'via: 
., 
, ...••.. 
,..:/Froiah6~eiins':;.~ ,-::;.,.:....: ~ 
. . 
:, ... 
l%lONET30 
###### 
Iy 
y 
Fed X'grnd 
1COLLECT 
Ln 
I 
Shin Quantiivl UOM' 
litem /DescriDtion 
, 
.. 
~ •• 
'-,I ~"~i",. .~•• ':7' ',' 
'$. 
; 
", , 


0001 
6700 
EACH AN526CI032Rl0 
Control 
#: 47249102-05-01 
Mfg. Lot 
#: 77795 
Country 
of origin: 
USA 


6700 


MBARR 


1/9/14 


Date: ~I 
~ lIst 
Quality 
Control 
Authorit~ 


ETA certifies 
the products 
furnished 
on the above 
referenced 
order 
have 
been 
manufactured 
in accordance 
with 
all applicable 
part 
numbers, 
specifications, 
and descriptions. 
This 
statement 
is supported 
by a Certificate 
of Conformance 
and/or 
Chemical/Physical 
report 
of raw material 
on file 
at ETA or place 
of 
manufacture /supply-stibj-ect~'t.-examinat1.on -with -prope:r--notice -(addit iona!coats 
-- 
may 
be incurred.) 


#16 


IMPORT NIT ~OTICE: 
UMITA noN 
Of 
FlEM£DcE.S: IF tI'iI produd is ~ 
to be $fae:we. 
tM IlCC'A1IMtetr'lIidy 
.YRna~e ancl ETA'S onty obbgatton INn be to replace 
audl quBtltity of this P'oGud wtIldll. 
proved to be <Ittedlve or to refund 
"" 
••••••••••• 
PI1ce paidlor INs__ 
AU CUlMSFO~oeFetTIYetotATERlAlNlEWANEOUNl.ESS 
MAllEINWRITlNGWlntlN 
30 DAYSFROMTHEDATEOFSHIPMENT. 
lIMITATIONOFLIABilITIeS;ETAshill "'" bOllallIofclf 
lII'f 
__ 
, ~ 
_1oI.nclI.,oo 
••• ",.,,"lol_."_o"ho 
_tl'""'Yn_, IndudlngnogIl(jenCe ronclI«_lIil>lIily. 
eerot. 
uainIl. liter IhaJI d01et'mine the!IOttIbiity' of thII ptaduct for itItended 
uMI. UHt 
e:AUrnes.U 
Osk and lJablily >M'\itlOeYtr In connec:uon thetWWlU\,CtfE.OC CAREFULlY. 
RefeNnC8 must be mad. 
IiOOUIdelt¥.,y 
~ 
regtll.r 
,..,.nar 
'Iltlen 


==:::===~:'=':"~~~=~~:=~::';~:;~:eTAGL08Al.,INt. 
01-07-14 
11: 15 AM 
Distribution/Manufacturingsoftware provided by Rennie. Lindsey and Associates,Inc, 
Mention promo code 004189 at WWW.r1a-assist.com/promo.html 


AVIALL - TRUE CERTIFIED COPY - 04/01/2014 - MGOLDEN - 0114570863 


MADE IN lli EU.s.A. 


FORM REV A 11/09 


INSPECTED 
TO: ANSI/ASQ Z1-4lEVEl 
2 


PURCHASE ORDER NO. 
472491 


INTERNAL ROUTING NO. 
30194 
------------ 
QUANTITY 
SIXTY FIVE THOUSAND EIGHT HUNDRED 


MATERIAUSPEClflCATION 
.173 302HQ CARPENTER 
744119 


DATE 
1/1512013 


_.~ 


T~~'6cTECH 


Cage Code 163020 
700 George 
Woshington 
Turnpike, 
Burlington, 
CT 0601 3. U.S.A. 
Telephone: (860) 673-2591 
FOll.:1860) 
673-5973 


CONFORMS 
TO THE PROCUREMENT 
SPECIFICATIONS 
OF: 


FF.S.92B 


DFARS 252.225.7009 


OTHER MECHANICAL 
TEST DATA 
III 
MEET MAGNETIC PERMEABILITY 
REQUIREMENT.S OF 
. FF-S.92B. MIL.I-17214B. 
AND ASTM A342JA 342M TEST 
METHOD 3. 
. 


PARTS ARE FREE FROM MERCURY AND ASBESTOS CONTAMINATION. 


VISUAL AND DIMENSIONAL 
INSPECTION 
SATISFACTORY 


FINISH 


MEETS PASS1VAnON 
REQUIREMENT 
AMS2700 
MTHD 1 CL4faQ-p.35 


REV.6 


CERTIFICATE OF COMPLIANCE 
TESTREPORT 


l . 
71795 


1) 
2214.0 LB T 
1) 
2} 2228.0lB 
T 
2) 


3) 
2217.0LBT 
3) 
4) 
2229.0lBT 
4) 
5) 
2263.0LBT 
5) 
6) 2179.0LBT 
6) 
'. 
7} 2,98.0 LB T 
7) 
.. \\\1\\\\111111 
8) 2213.0lB 
T 
8) 


r 


OTHER TksnNG: 


• 
19102%9545 


. 
ETA CTLN:412~9.101~ft-01 


I, 


PARTS cetnAlNED 
IN THIS SHIPMENT HAVE BEEN MANUFACTURED 
AND 
INSPECTED 
IN ACCORDANce 
WITH APPliCABlE 
DRAWINGS 
AND 
SPECIFICA 
nONS. 


[ 
PHYSICAL 
PROPERTIES 


TENSILE STRENGTH 
HARDNESS 
SCAlE. 


CUSTOMER 
NAME 
ETA GLOBAL 
---------------- 
PART NO. 
AN526C1032R10. 


ADOITIONAlL 
Y,AN ANSI/ASQe Z 1.4 SAMPLE OF THE 
FINISHEO FASTENERS WERE TESTED IN ACCORDANCE 
WITH 
APPLICABLE 
SPECIFICATIONS. 
SAMPLE PARTS AND THE TEST DATA 
ARE IN OUR RECORDS RETENTION AREA AS OBJECTIVE EVIDENCE 
AND WILL BE HELD AS REQUIRED. 
. 


f 


CRESCENT IMANUFACTURING 
OPERATING. 
Co. 


'f 
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